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FINANCE DEPARTMENT 


NOTIFICATION 


The 2nd February , 2015 
S.R.O. No.33/ 2015– In exercise of the powers conferred by Section 6 of the Odisha Entry 
Tax Act , 1999 (Odisha Act 11 of 1999 ), the State Government having been satisfied that it is 
necessary so to do in the public interest, do hereby direct that the following laboratory 
equipments, instruments and accessories which are Scheduled goods to be procured by the 
Central Laboratory, State Pollution Control Board , Odisha for Scientific Research and Development 
(R & D ) purpose under the Department of Forest & Environment, Government of Odisha, shall be 
exempted from levy of tax under the said Act on its entry into the local area subject to condition 
that the State Pollution Control Board , Odisha , Bhubaneswar shall furnish a copy of the certificate 
in the prescribed pro forma, as appended to the Finance Department Office Memorandum 
No. 36246 /F ., dated the 20th October , 2012 duly signed by the authorised officer of their 
organisation to the officer in -charge of the check gate through which the goods enter into the 
State and another copy of such certificate shall accompany the consignment during transit. 


Name of the Item 


Total Price 


Name of the supplier 


SI. 
No. 


Qty . to be 
purchased 
( 3 ) 
04 Nos. 


( 1 ) (2 ) 
1 BOD Incubator 


( 4 ) 
2,14,000.00 


2 


2,15,550.00 


(5 ) 
M / s Reico Equipment & 
instrument Pvt . Ltd., Kolkata . 
M / s. Pelican Equipments , 
Chennai. 
M / s. Vayubodhan Upkaran 
Pvt. Ltd., New Delhi. 


COD Digestion System with 03 Nos. 
Water Condenser. 
High Volume Samplers with 10 Nos. 
gaseous Sampling 
attachments . 
Hot Plates 

05 Nos. 


3 


3,30,000.00 
68,000.00 


4 


5 


01No. 


IR Thermometer 
PM 
2.5 

Samplers 


57,500.00 M / s. Reico Equipment & 

instrument Pvt. Ltd., Kolkata . 
40,000.00 Testo India Pvt. Ltd., Pune 
25,38,000.00 M / s . Envirotech Instrument 

Pvt . Ltd., New Delhi. 


6 


20 Nos . 


2 


( 1) 
7 


(2 ) 
Respirable Dust Samplers 


8 


Stack Monitoring Kit 


9 


(3 ) ( 4 ) 

(5 ) 
20 Nos . 30,65,400.00 M / s. Envirotech Instrument 

Pvt. Ltd., New Delhi. 
06 Nos. 6,87,000.00 M / s.Vayubodhan Upkaran 

Pvt. Ltd. New Delhi. 
03 Nos. 4,71,381.00 M / s. Pelican Equipments, 

Chennai. 
04 Nos. 2,22,000.00 M / s. Systronics India Ltd., 

Ahmedabad . 
06 Nos. 1,17,000.00 M / s . Reico Equipment & 

instrument Pvt. Ltd., Kolkata . 
05 Nos. 

52,270.00 Testo India Pvt. Ltd., Pune 
Grand Total: Rs. 80,78,101.00 


Total Kjeldhal Nitrogen 
( TKN ) Analyser . 
Visible 
Spectrophotometers. 
Water Baths 


10 


11 


12 


Interface 


[No.2397 -CT1 - TAX -0016 /2013 /FIN .] 

By order of the Governor 


S. ROUT 


Under-Secretary to Government 
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